188     DOCKETED ITEMS

9004260248 Responds to fire protection issues identified in 900201 notice of
viotation.Corrective actions:major hardware changes implemented & independent con-
sultant will be employed to review fire protection program.

SORENSEN.G.C. Washington Public Power Supply System. 90/04/19. Document
Control Branch (Document Control Desk). 4pp. 53615:141-53615:144.

9005020002 Submits revised scheduled completion dates for commitments made in re-
sponse to violations noted in Insp Repts 50-397/89-06 & 50-397/89-17.
BOUCHEY.G.D. Washington Pubfic Power Supply System. 90/04/25. Document Con-
trol Branch (Document Control Desk). 2pp. 53679:312-53679:313.

9005100156 Forwards Exam Rept 50-397/OL-90-Q1 on 900129-0208 & 0227-0309.Con-
cem noted re quality of requalification program written exam & job performance meas-
ure question bank testing matls.

ZIMMERMAN.R.P. Region 5, Ofc of the Director. 90/04/25. OXSEN.L Washington
Pubflc Power Supply System. 5pp. 53794:340-53794:351.

-9005100159 Reoualificatkm Program Audit Rept 50-397/OL-90-01 on 900129-0208 &
0227-Q309.Exam results:24 operators evaluated & licensed operator requalification
program determined to be satisfactory.Concems listed.

MEADOWS.T.R-, MILLER.LF. Region 5. Ofc of the Director. 90/04/25. 7pp.
53794:345-53794:351.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible indications of Misrepresent-
ed Vendor Products." Svc list end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated EcSson Co. of New York, Inc. 102pp. 53601:131-53601:234.

9005100188 Forwards Insp Rept 50-397/90-09 on 9001294208 & 0227-0309 & for-
wards notice of violation.

K1RSCH.D.F. Region 5, Ofc of the Director. 90/04/26. SORENSEN.G.C. Washington
Public Power Supply System. 2pp. 53795:001-53795:007.

-9005100190 Notice of violation from insp on 900129-0208 & 0227-0309. Violations
noted:Emergency Procedure PPM 5.1.3, "Reactor Power Control," provided insuffi-
cient procedures for operator to mitigate inability to drive control rods.
KIRSCH.D.F. Region 5, Ofc of the Director. 90/04/26.1p. 53795:003-53795:003.

-9005100192  Insp   Rept  50-397/90-09   on  900129-0208  &  0227-0309.  Violation
noted.Major areas inspectedJtcensed operator requalification program testing mads.
MILUER.L. Region 5, Ofc of the Director. 90/04/26. 4pp. 53795:004-53795:007.

9005010150 Notifies of withdrawal of 891221 notice of violation & proposed imposition
of civil penalty in amount of $50,000 for violation noted during 890327-0407 & 0508-
26 insps. Enforcement action being withdrawn w/o reaching merits.
MART1N.J.B. Region 5, Ofc of the Director. 90/04/27. MAZUR.D.W. Washington
Public Power Supply System. 3pp. 53667:326-53667:328.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list end.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow SetpoinL"
Svc list end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York. Inc. 91pp. 53601235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list end.

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9005080066 EN-89-109A & EN-89-113A:on 900427,ltcensees informed of withdrawal of
proposed civil penalfes.Penalties withdrawn due to licensee responses to violations re
installation of commercial grade items in safety-related sys.

LUEHMAN.J. Ofc of Enforcement (Post 870413). 90/04/30. 1p. 53763:359-
53763:359.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list end.

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edson Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edfeon Co. of New York, Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list end.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005230336 Forwards Insp Rept 50-397/90-04 on 900305-0408.NO violations or devi-
ations noted.

RICHARDS.SA Region 5. Ofc of the Director. 90/05/04. SORENSEN.G.C. Washing-
ton Public Power Supply System. 2pp. 53920:197-53920208.

-9005230338 Insp Rept 50-397/904)4 on 900305-0408.No violations or deviations
noted.Major areas inspected:control room operations.ESF status.survefliance/maint
program, preparation for refueling & LERs.
JOHNSON.P.H. Region 5, Ofc of the Director. 90/05/03.10pp. 53920:199-53920208.

9005210091 Summary of 900418 meeting w/titil re safety analyses performed in con-
junction w/fuel reload analyses for Cycle 6 & subsequent fuel cycles & responses to
NRC Bulletin 90-02. "Loss of Thermal Margin Caused by Channel Box Bow."
SAMWORTH.R.B. Project Directorate V. 90/05/08. Project Directorate V. 70pp.
53882:019-53882:088.

9005030120 NRC Info Notice 904)33, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742202.

9005040137 NRC Info Notice 90-034. "Response to False Siren Activations." Svc list
end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated EcBson Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005240253 EN-90-007A:on 900521 .order imposing civil penalty in amount of $50,000
issued to licensee.Action based on violations re equipment qualification requirements.
LUEHMANJ., UEBERMAN.J. Ofc of Enforcement (Post 870413). 90/05/21. 1p.
53939:029-53939:029.

9005250062 Forwards order imposing civil monetary penalty in amount of $50,OOO.Pen-
alty proposed to emphasize importance of environ qualification & meeting regulatory
deadlines.

THOMPSON.H.L Dep Exec Dir for Nuc Matls Safety.Safeguards & Operations Sup-
port (Post 890205). 90/05/21. MAZUR.D.W. Washington Public Power Supply System.
2pp. 53925:328-53925:342.

-9005250068 Order imposing civil monetary penalty in amount of $50,000 based on vio-
lations noted in insp conducted on 860428-0502.

THOMPSON.H.L Dep Exec Dir for Nuc Matls Safety.Safeguards & Operations Sup-
port (Post 890205). 90/05/21. Washington Public Power Supply System. 13pp.
53925:330-53925:342.

9005250135 Forwards order imposing civil monetary penalty issued to util on 900521 for
transmittal to Ofc of FR for publication. W/o encl.

8AKER.E.T. Ofc of Enforcement (Post 870413). 90/05/23. LESAR.M.T. Regulatory
Publications Branch. 1p. 53925:355-53925:355.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037. "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York. Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9005010263 "Radiological Environ Monitoring Program 1989 Annual Rept for Nuclear
Plant 2." W/900427 Itr.

SORENSEN.G.C-. POWERS.C.M.. HOSLER.A.G. Washington Public Power Supply
System. 89/12/31. 307pp. 53678243-53679:189.

9005080132 "1989 Annual Environ Operating Rept" W/900502 Itr.
SORENSEN.G.C.   Washington   Public   Power   Supply   System.

53778:235-53778:238.

89/12/31.   4pp.

9005160206 "Radiological Environ Monitoring Program 1989 Annual Rept for Nuclear
Plant 2." W/900427 Itr.

SORENSEN,G.C.  Washington   Public  Power  Supply  System.   89/12/31.  307pp.
53853:013-53853:319.

9005160350 Monthly operating rept for Apr 1990 for WPPSS Nuclear Plant Unit 2.VW
900505 Itr.

HUTCHISON.L.B., POWERS.C.M. Washington Public Power Supply System. 90/04/
30.4pp. 53852:304-53852:307.

S. Reportabte occurrences, LJERs & related correspondence

9004240282 LER 90-O07-00:on 900314,review of plant procedures associated w/diesel
generator fuel  oil  testing  showed  no requirement to  check  for water in day
tanks.Caused by less than adequate procedure preparation.W/900413 Itr.
FIES.C.L, POWERS.C.M. Washington Public Power Supply System. 90/04/13. 5pp.
53589:085-53589:089.

9005040049 LER 88-037-01 :on 881130,plant shutdown initiated due to containment
supply purge valve air voi leak exceeding Tech Spec limits.Caused by damaged CSP-
V-9 rubber seat-Damaged seat replaced w/new seat matl.W/900426 Itr.
MERTENS.R.C., POWERS.C.M. Washington Public Power Supply System. 90/04/26.
7pp. 53719:024-53719*>30.

9005160029 LER 90-OO8-00:on 900416,seismic monitoring instrumentation determined
inadequate.Caused by inadequate procedures.Vendor requested to provide proper
cafibr of instrumentPlant procedures revised to reflect calibr.W/900510 Itr.
FIES,C.l_, POWERS.C.M. Washington Public Power Supply System. 90/05/10. 4pp.
53808:017-53808:020.

V. Operator Examinations

9005100156 Forwards Exam Rept 50-397/OL-90-01 on 900129-0208 & 0227-0309.Con-
cem noted re quality of requalification program written exam & job performance meas-
ure question bank testing matls.

ZIMMERMAN.R.P. Region 5, Ofc of the Director. 90/04/25. OXSEN.L Washington
Public Power Supply System. 5pp. 53794:340-53794:351.

-9005100159 Requalification Program Audit Rept 50-397/OL-90-01 on 900129-0208 &
0227-0309.Exam resuNs:24 operators evaluated & licensed operator requalification
program determined to be satisfactory.Concems listed.

MEADOWS.T.R.,  MILLER.UF.   Region  5,   Ofc  of  the   Director.   90/04/25.  7pp.
53794:345-53794351.

9005100188 Forwards Insp Rept 50-397/90-09 on 900129-0208 & 0227-0309 & for-
wards notice of violation.

KIRSCH.D.F. Region 5. Ofc of the Director. 90/04/26. SORENSEN.G.C. Washington
Public Power Supply System. 2pp. 53795:001-53795:007.

-9005100192  Insp   Rept  50-397/90-09  on   900129-0208   &   0227-0309.   Violation
noted.Major areas mspected:licensed operator requalification program testing matls.
MILLER.L. Region 5. Ofc of the Director. 90/04/26. 4pp. 53795:004-53795:007..G.C. Washington
